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Does it appear in your official autopsy report 
signed by you i n November 1963? .y. 

I don't see a microscopic description in the 
autopsy report of 1963 from page 97 a 
through 933 of the Volume XVI. 

As of this date. Colonel, in February 1969 can 
you tell us the results of any microscopic 
examinations of a cross- sect ion of the 
wound in the sca^p of the president of the' 
United States? 

I ht.ve no "further information beyond the 
description I read made by Dr. Humes. 

Have you ever been to Dallas, Texas, more 

particularly Dealey Plaza to see the site 
of the assassination? 

I have not. 

The description on State Exhibit ' 68 of the head 
wound indicated* here says, correct me if 1 
am wrong "Ragged 15 x 6 millimeters." is 
that correct as you found them? 

For practical purposes to show the approximate 
, ., 01 . practical purpose ragged means 
the edges wore irregular and I testified 
this morning that when a bullet striker, 
soft tissue with underlying bone close to 


